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disastrous marriage. It is possible, as her supporters maintain, that Caroline of Brunswick would have made a good wife had she been accorded the right treatment, but it is highly improbable that she would ever have found a husband with sufficient tact, forbearance and patience to administer it. Stupid, badly dressed and defiantly frolicsome, a worse wife for George IV could hardly have been found and, moreover, he was in the unusual but difficult position of having married her for his father's money ; for George III had made the payment of his son's debts conditional on his marrying. Though his subsequent treatment of Caroline was unjustifiably brutal it was therefore hardly unexpected. Needless to say the sympathies of the people were hers from the very beginning, for she had just that sort of comico-pathetic appeal that goes straight to the heart of the British public. George's unsuccessful and ill-considered action in pressing for a divorce did much to render him detestable to his subjects as Regent, while his exclusion of his wife from the ceremony of his coronation was an unfortunate and much publicized beginning to his career as king.
Politically King George IV was an almost negligible element, for save for an unexpected enthusiasm for the Protestant religion which led him resolutely to oppose any measure for Catholic Emancipation, he had no very marked political convictions. Staunchly patriotic, he took a proper pride in the great military and naval successes his country achieved during his lifetime, and had his domestic life been more savoury and his lack of
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